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Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Fawcus F 





Chief Officer Jenkinson D 2nd Eng Officer Suddick A.C 
2nd Officer Hopkinson R.W 3rd Eng Officer McDonald B.J 
3rd Officer Hind S 4th Eng Officer Cotton A.W 

Radio Officer Foley B.J Electrical Officer Meacock R.N 


Purser Grey R.W 
C.P.0 Chau C.K 
Cook YuenL.L 





Cambridgeshire 
Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 


Captain Boyle P 
Chief Eng Officer Milligan T.W 


Chief Officer Brough R.W.A 2nd Eng Officer Jones F.J 
Electrical Officer Parkin N.J 





Carpenter Tweedie J 
Cook Elias M 


Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain McLeod K 
Chief Eng Officer Green H 








Chief Officer Farquhar D.C.S 2nd Eng Officer Moorhouse F 
2nd Officer Corlett R.M 3rd Eng Officer Holt D 
3rd Officer Schofield A 4th Eng Officer Jensen M 
Deck Cadet Thornely G Electrical Officer Nolan G.P 
Deck Cadet Clifton A.M 
Radio Officer Dickinson B 
Purser Traynor J.A 
C.P.0 PoW.L 
Cook Fuk L.W 
Leading Steward Man Y.W 
Devonshire II 
Gas Carrier - 52,647 cubic metres 
Captain Gibson S.H 
Chief Eng Officer Hartharn P.J 
Chief Officer Avenall D 2nd Eng Officer Bullen M.C 
2nd Officer Holcombe B Cargo Engineer McKellar W.M 
Ext Chief Officer McClure S.A 3rd Eng Officer Sillars R.M 
3rd Officer Greenall C.E 4th Eng Officer Kerbyson A.J 
Deck Cadet Gardner M.A Jnr Eng Officer Taylor D.| 
Deck Cadet Hughes C.R Jnr Eng Officer Roberts P.D 
Deck Cadet Cross W.M Engineer Cadet O'Donnell M.A 
Radio Officer Bunce M.O.B Electrical Officer Lewis D.S 
Purser Mitchell N.J 


C.P.0 Horabin D.K 
Cook MacConnell T 


Dorsetshire 


Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 


Captain Horn M.J 
Chief Eng Officer Collins R.H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
1st Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 





Marshall N.S 2nd Eng Officer Eccles W.G.A 
Foster S 3rd Eng Officer Findlay K.W 
Hume M.S 4th Eng Officer Morris T 
Stephens A.D Jnr Eng Officer Herd P.M 
Holgate R.A Jnr Eng Officer Hyde P.J 
Thornton P.S Engineer Cadet Mackie A.J 
Thomas P.E Electrical Officer Jackson D.H 
McNeil R 
C.P.0 DasG.S 
Carpenter Nicholas D.F 
Cook Narayan S.P 
Storekeeper John M 
Hampshire 
Gas Carrier - 52,647 cubic metres 
Captain Creamer D.J 
Chief Eng Officer Paul J.J 
Jeffrey R.C 2nd Eng Officer Webster A.D.C 
Penry G.N Cargo Engineer Carter A.P 
Harris S.N 3rd Eng Officer Steel E.P 
Cooke R.F 4th Eng Officer Jones R.C 
Docker J.E Jnr Eng Officer Hossack I.K 
Ormrod W.R Jnr Eng Officer Hayter B.J 
Maskell T Jnr Eng Officer Hassall C.M 


Electrical Officer Dunn R.B 
C.P.0 Campbell A 
Cook Leatherbarrow C 





Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Gavin J.S 
Chief Eng Officer Baker | 





Chief Officer Duffield D.R 2nd Eng Officer McConnell R.J 
2nd Officer Gaukrodger C.S 3rd Eng Officer Pritchard S.L 
3rd Officer Feast A 4th Eng Officer Hulley P.G 
Deck Cadet Woodcock H.D Jnr Eng Officer Aitken P.J 
Deck Cadet Byrom M Engineer Cadet Taylor M.J 
Deck Cadet Hume M.J Engineer Cadet Houghton A.J 
Deck Cadet Kelly F.J.C Electrical Officer Wignall |.F 


Radio Officer Smith K.D 
Purser ReedA 
C.P.0 SahaM.S 
Carpenter Hughes (ch) P 
Cook Khabil M 
Storekeeper Hossain M 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Clayton D.R 
Chief Eng Officer Kelly P.A 





Chief Officer Brocklesby M.S 2nd Eng Officer Hartley M.R.W 
2nd Officer Clark C.N 3rd Eng Officer Taylor R.B 
3rd Officer Wright P.W.J 4th Eng Officer Dick P.J 
Deck Cadet Bennett A.J Jnr Eng Officer Critchley K.S 
Deck Cadet Kirmond P.A Engineer Cadet Salt S.D 
Deck Cadet Malpass A.J Engineer Cadet Cummings A.J 

Radio Officer Valentine G.K Electrical Officer McCabe S.J 


Purser Kimberley D 
Carpenter Taylor H.J 
Cook Islam M 
Storekeeper Pearoo S 





Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Allison J.K 
Chief Eng Officer Twamley D.G 





Chief Officer Williams P.G 2nd Eng Officer Tetlow D.R 
2nd Officer McLaughlin T.F Cargo Engineer Slater M 
Ext Chief Officer Askew R.P 3rd Eng Officer Ramsey A.V 
3rd Officer Morgan D.C 4th Eng Officer Johnson H.C 
Deck Cadet Jones M.A Engineer Cadet Spiller J.P 
Radio Officer Bolton-Heaton C.L Engineer Cadet Edwards A.J 
Purser Thompson P Electrical Officer Stamper A.D 


C.P.0 Morrison R 
Cook Haigh F.D 





Staffordshire IV 


Gas Carrier - 75,970 cubic metres 


Captain Nisbet M.R 
Chief Eng Officer MacFarlane A 





Chief Officer Sing D 2nd Eng Officer Austen S.J.S 
2nd Officer Thelwell A.G Cargo Engineer Patterson F.H 
3rd Officer Hart M.H 3rd Eng Officer Pear S.M 
Deck Cadet Regan A.E 4th Eng Officer Fairhurst F.W 
Deck Cadet Hobson S.M Jnr Eng Officer Latham C.| 
Deck Cadet Gordon |.D Jnr Eng Officer Duffy A.Q 
Radio Officer Simpson G.J Jnr Eng Officer Quirk R.J 
Purser Arnott D.D Electrical Officer Kennedy A 


C.P.0 Carter R.A 
Cook HomanL.M 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Bytheway P.S 
Chief Eng Officer Crook W 





Chief Officer Marsh C.H 2nd Eng Officer 
2nd Officer Kitchen S.J Cargo Engineer 

Ext Chief Officer Malpass N.H 3rd Eng Officer 
3rd Officer Hillier C 4th Eng Officer 
Radio Officer Waddicor C.A Jnr Eng Officer 
Purser Hamer E Electrical Officer 


C.P.0 MacPherson M.F 
Cook Beattie J.J 


Pickup R.W 
Robinson A.J 
Willoughby B 
Graham K 
Pascoe R.G 
Errington C 


